BELL SYSTEM PRACTICES SECTION 074-205-140 
AT&TCo Standard Issue 1, January 1976 
TOOL 
BUMPER - DESCRIPTION 


1. GENERAL 


1.01 This section covers a coded Bell System 
bumper. 


1.02 When this section is reissued, the reason for 
reissue will be listed in this paragraph. 


103 The information contained in this section 
supersedes the corresponding information 
in Section 074-116-101. 


Bumper. Replaces R-80215 bumper. For use on 
plunger-type line switches. 


NOTICE 
Not for use or disclosure outside the 
Bell System except under written agreement 
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